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NIGHT WATCHMAN AT 
SPHAR BRICK YARDS 
IS SHOT BY TRAMP 

Watchman l.nttciiherg h! Sphiir Plant 
In Mmt In l ift Arm II) Loafer He 
Had K mi Away From Hunt — 
Wound Is Not Merlon*. 



Jesse Lutteuhcrg. night watchman at 
the Spahr Pressed Ilrtck I'lant. Just 
oaat of the city, wan shot In the left 
arm about midnight Tuesday by a 
stranger found hldj&fl In the hrlck kiln 
when the wntrhninn was making hip 
regular trip about the plant. 

Tuesday afternoon a tramp was 
found loafing about the brtCfk yards 
and Tuesday evening when the watch- 
man went to work he found the man 
and ordered him to leave the plant u« 
no loafers were allowed about the 
plant at night. In the past the brick 
yards were great loafing places for 
travelers who were beating their way 
on the railroad as they could get Into 
the kilns and keep very warm during 
the night. The man appeared to leave 
the yards when the wutchmnn gave 
him his orders but as Mr. Luttenberg 
was making his regular trip through 
the plant he saw a man hiding behind 
an obstruction and ordering the hid- 
ing man to come out Into the light of 
Ills lantern, he went after his revolver. 
The hiding man was quicker than the 
watchman anil fired. The load struck 
the watchman In the left arm and 
passed entirely through the arm. This 
wound completely parallzed his left 
arm but he fired once at the fleeing 
tramp, his shot going wild. 

The local police were notified that 
the gun uaer was coming in the direc- 
tion of Maysville and three policemen 
made n very thorough search of the 
Ka*t Knd but were unable to locate 
him. Dr. ('. McGuIre dressed Mr tint* 
tenborg's wound which will not prove 
serious. 



LEADING KNIGHTS WILL BE 
ON STATE PROGRAM HERE 

Kaysillle Knights of Columbus Wake 
Arrangements for Entertainment Of 
State Convention Here >cxt Week. 

At Tuesday evening's meeting of the 
local order KnlghtB of Columbus p'ens 
were discussed and finally made far 
the entertainment here next woe* or 
the state convention of that order. It 
Is expected that there will be about 
one hundred delegates here and these 
delegates will begin arriving In the 
city Monday afternoon. 

The first function will bo a snmker 
at the Knights of Columbus home on 
Monday evening at which i!ie »i*'tlpg 
Knights who have arrived l>v thai time 
will be entertained Ttw litsimws of 
the convention will be 'r.ins'rted on 
Tuesday and Tuesday evening .he con- 
vention will be OtOSad v"lih n hit: I sn- 
quet and dance tit the \tptnne iiall. 
The chief speakers nt this bntiQtMt 
will be Colonel K. II. Oliihaii. lion 
Krank E. Duugherly and Hun. M J. 
Hennessey. These thre.» men are rec- 
ognized as among the best speakers In 
the entire state and th* banquet pro- 
gram will therefore be quite Interest- 
ing. 

There will be much 'BtpoTtanl busi- 
ness come before the convention and 
the Maysville meeting premise:! to be 
one of the most Import m« held In re- 
cent years. 



The play is not shocking. Though 
the title Is "Green Stockings.'' 



BHELBOH LKHIS HAKES KiMlli 
l\ R01.E OF MKKTI.l. IHII BTflE*. 



You'll lie green if you fail to see the 
Senior class play "Green Stockings." 



« Everyone was well pleased w'th 
Sheldon I^ewls presentation of "Dr. 
| Jekyll and Mr. Hyde" at the I'astlnic 
i ibis afternoon. Mr. Ix>wis handles the 
jdirtWult role of "Jekyll nud Hyde" nl- 
mnst ns well as the lute Kichard Mans- 
| fielil. who played the role for twenty 
years or more on the stage. The pic- 
ture will be repeated tonight. Don't 
miss it. 



PUBLIC HALE. 

SATI KDAV M\Y sth. AT 2 O'CLOCK 
In front of the Farmers and Traders 
Bank, two shares of Btock In the above ' 
named bank, and eleven shares of , 
Growers Warehouse stock. J 
Ml-S-B-7 GEO. W. HIRST. EX. I 
J. C. Hurst, Deceased. 

MM. E. L Manchester. Real Estate 



*ISW1 for UK) 
gar at BtM A 



pounds granulated su- 



COSMOPOLITAN AI'IIIKNCK. 

One of the interesting features of the 
audience at the Christian Sunday 
school on Inst Sunday morning Is that 
In the audience there was a French- 
man. Swede. Scotchman and three 
Chinamen. 



Maysville. Ky 



21 -tf 



WANTED 



Copies of Ledger of Marc It- 2 and .10. 



Mr. Joseph Kohn. of New Orleans. 
I has returned to hjs home after a very 
pleasant visit with his sister. Mrs. A. 
Holzmon. of the Kirk Apartments 



BED BUGS 

NOW IS THE TIME TO START WAR ON THE ABOVE 
POPULATION. 

BUY A BOTTLE OF OUK KILLER AND USE NOW 

25 CENTS. 

M. F. Williams Drug Company 2 

T^piTRMT DRUG STORE 




WAGONS BUGGIES HARNESS 



A STUDEBAKER THAT 
HAS SAVED MONEY 
FOR ITS OWNER 

HajBjaJO hit Stodabafcarfroai yrtvT 
■ Ml. D. M. Smith. .1 Flint. Mir h.. 



• ■•■>!. D. It. Smith, ml Flu 
l> 1876. ud h... w—4 it 
a om mj fum. 



JjfcU »|M 





rum Tff ■ 
tfm lSI 



JohnH. W.od. 



Not a broken 
or axle 
— in use 37 years 
—still good for haying 

Think what it means to 
get 37 years and more 
work out of a wagon. 



able .train 



Cuts down the cost — doesn't it? 

The Studebaker wagon will stand any re 

We know what Studebaker wagons tha 
have done. 

Come in and let us teD you what our experience has 
been with the Studebaker people, our experience with 
Studebaker wagons and the experience of those to 



EASTLAND'S ASSESS- 
MENT NOT AS LARGE 
AS WAS THOUGHT 

I'll) Coiinellmrn and Education Hoard 
Members Discuss future of Schools 
After Dellirhtful Keast Served 
Hi Students. 



MIKE BROWN 

. The Square Deal Man 
of Square Deal Square. 



NSON LEADS HOOVER 
IN THE CALIFORNIA VOTE 



Rare Hetneen r'atnrlte Sons In I all- 
a Maul In. 



MAY 6, 1920. 



ONK COPT— TWO (IMS. 



One of the beat meetings of the city 
officials ever held In the City of Mays- 
vllle In yearn wan that held at the 
High School building Tuesday evening 
when the City officials and members of 
Council were the guests of the Board 
of Kdiii'tttinii lit it I .a nqtiel served by 
the members of the Domestic Science 
claws of the High School. The banquet. 
Itself, was a delightful affair with a 
menu that was a surprise to those par- 
taking. Miss Stevenson anil the mem- 
bers of her 0taM are Indeed cultnury 
artists. 

The meeting served Its pur|M)Se in 
that the city officials learned that the 
Board of hum al ion wag fuclng the 
same problems facing City Council and 
all other employers at the present time 
— that of a fair and adequate salary 
for those employed. The city officials 
learned that the average grade teacher 
In the Maysville schools waa receiving 
a salary smaller than the salary Coun- 
cil proposes to pay its Btreet laborers 
and all agreed that neither the school 
teachers or the street laborers were 
receiving enough 

The matter of a bond issue for a 
new school building In the Slth ward 
KIM] the matter of admitting the East- 
land school district into the Maysville 
city school district was also thorough- 
ly discussed, everyone present being 
given an opportunity to discuss tha 
liicstlons. It seemed to be the general 
iplnlon of the majority present that 
the Sixth ward residents were entitled 
to a new school building and It also 
seemed u> be the opinion of the ma- 
jority present thut the adoption of 
'Oast land fur sfhool purposes only 
voiild prove mutually beneficial By 
xloptlng Kant land for school purposes 
he cltlsens of that Biiburb would get 
Dm advantages of city schools by pay- 
ing the city school tax and it was 
fhOWa by figures that the city would 
receive in taxation a neat sum each 
tear over and above the expenses of 
educating the Eastland children, while 
at the same time the East laud property 
owners would assist In retiring the 
city's school bonds and help very much 
in paying for the proposed new school 
building In the sixth ward. 

Immediately after the joint meet- 
ing, the Hoard of Education met In 
Executltc session to consider the mat- 
ter and the I'resldent was aatliorlxed 
to sign the contract with tin Count) 
School Hoard admitting Eastland, It. 
after Investigation, he found the as- 
sessment of that district to be one and 
one-half million dollars or more. 

The assessment of this district bad 
bMSJ tigured by the School Board at 
two aud a half million dollars bnt Su- 
perlntendent ( aplinger Investigated 
the matter this morning and fonnd the 
actual assessment aside from tobacco 
to be -:..n.onn. This discovery means 
that the Hoard of Education has not 
accepted Eastland. However, the mat- 
ter Is being taken under advisement 
mid some are fatorahly Inclined to- 
ward admitting the district. The mat- 
ter will probably be finally settled at 
a call meeting of the Board ' 
evening. 



San Francisco. May S.-Retums tab- 
ulated early today from yesterday's 
Presidential preferential primary- 
showed Senator Johnson leading Her- 
bert Hoover by more than 1*6.000. 

Incomplete returns from 54 of the 
State's 58 counties, and representing 
3.95s of a total of 6,729 precincts, 
showed the following vote on the 
group of 26 delegates pledged to sup- 
port Senator Johnson at the Repub- 
lican national convention and a rival 
group of 26 pledged to Mr. Hoover: 

Johnson group 282.487 

Hoover group 155.765 

In all hut three counties Senator 
Johnson had a lead. In Los Angeles 
county the Hoover ticket led the 
Johnson ticket by a vote of 3H.709 to 
3(1,528. 

In San Kranclsco, clt> and county, 
with only two of the 381 precincts 
missing, Johnson's vote was 68.777 
and Hoover's 26,016. 



Don't worry about the weather. Buy 
a ticket for "Green Stockings" and 
forget your troubles. 



"PRESCRIPTION- SI IT TO 
II II All 



James H. Coombs, state Pro- 
hibition Director, has been sum- 
moned to appear before Federal 
Judge A. M. J. Cochran here Fri- 
day when a test suit by Dr. Oeorge 
F. Simpson, of Louisville, seeking 
to prevent Coombs from limiting 
the number of whisky prescrip- 
tions a doctor may issue to 100 a 
year will be tried 



MOHKM l\ C 1 1 I, II I 

IN FACTORY BELT 

Arch Welch, an employee of the 
Maysville Cotton Mills, waa caught in 
a large belt at the factory on Tuesday 
and thrown considerable distance on- 
to the floor His left arm was bsdly 
Injured as well as the right aide of his 
face. It was Indeed fortunate that he 
was not thrown Into the machinery 



The annual bicycle parade will lie 
held on the atreeta of the city thia af- 
ternoon The present schedule Is for 
the parade to leave the Bauder bicycle 
shop In lower Sutton street at 4 
o'clock this afternoon and return to 
I his same place at about 4 :46 at which 
lime the judges will award the prise. 
It Is understood that a large number 
of the boys and girls will be enured in 
the parade aud some hsve taken much 
pains to decorate their wheels baauti 
flttr 

Miss Jsan Mars, of Hast Hw< ml 
street, is visit lug bar slater, Miss Dor- 
othv Mars, of Cincinnati 



We tell you the stockings are green 
but the rest of the play remains un- 
seen. Opera House Friday 

dai ghtehs OF 

CONFEDERACY RET. 

The Daughters of the Confederacy 
were entertained Tuesday afternoon by 
Misses Mary Morgan and Mutha Boul- 
dln and Mrs niand Kirk nt the home 
of Mrs Kirk. 

Two of the charter memliers were 
present. Mrs. J r. Pickett and Mrs 
Abner Hord 

The program waa aa follows. 

The American ( reed — Mrs fleo T 
Hunter. 

Tribute to General rteni .-it Young— 
Miss Eucy 

Origin of Southern Melodies — Mrs 
Clarence Wood. 

Personal stories of the "War Be- 
tween the Slates' —Mrs. Honl and Mrs 
Pickett. 

The Gray Man— Mrs. J B. Boss. 

Music — Miss l/oulse Kirk 

A delightful social hour followed in 
which lunch was served. 

An especial feature of the afternoon 
was the playing of the old Southern 
melodies by Mrs Abner ijord. 

The next meeting will be with Mrs 
Lucien Maltby. the first Tuesday In 
June. 



KENTUCKY DIVISION 
G. A. R. WILL MEET 
IN LOUISVILLE 

Aunnal Knrumpment of Veterans of 
KenUcky To Be Held In Louis- 
vlll on May iithandiath. 

The annual encampment of the Ken- 
tucky Division. Grand Army of the Ile- 
publlc. will be held in Louisville. Tues- 
day. May 25 and 26. Captain Andrew 
Offutt. of l^banon. Department Com- 
mander. Is being ably assisted In mak- 
ing convention arrangements by M H. 
Davidson, of l»iilsvllle. Senior Vice 
Deiiartment Commander. The annual 
gathering of the State Auxiliaries In- 
cluding the Women's Relief Corps. La- 
dles of the O. A .R., and the Sons of 
Veterans will be held nt the same time. 
The main convention sessions will be 
held In the Scottish Rite Cathedral. 6th 
and Walnut streets. The Odd Fellows 
Hall, also at Sixth and Walnut, will be 
used for the Woman's Relier Corps, 
•mil the Spanish-American War Veter- 
ans Headquarters in the Jefferson 
County Armory have been assigned to 
the Sons of Veterans. 

The headquarters of the Department 
Commander and his Assistant Adju- 
tant General will tie at the Willard 
Hotel. The encampment will lie railed 
to order promptly at U o'clock Tues- 
day morning. May 25. Officers of the 
department will present their respec- 
tive reports in writing after which the 
election of officers will be held. 

On Wednesday night. May 26. at the 
Scottish Rite Cathedral, an open meet- 
ing will lie held. To this meeting all 
auxiliary members and their friends, 
and all soldiers of wars from 1861 to 
IMt, irrespective of the color of uni- 
forms they wore, are Invited. Major 
lohn H. leathers, a leading Confeder- 
ate Veteran, has already accepted this 
invitation nnd has secured for the en- 
campment the band from the IxjuIh- 
vllle Industrial School. In whose ad- 
ministration he takes a res|ionslble 
part. The public In general Is also 
Invited 

Among the speakers at this meeting 
will be Mayor George Welssinger 
Smith, of Louisville; Daniel M. Hall, 
of Columbus. Ohio. Commander In 
Chief of the V. C. V. : Governor Edwin 
P. Morrow; Ex-Governor Augustus K 



MLMOra wioow is 

(.KIM I li PF.NSIOV 



Through Peusfun Attorney Mrs 
Nannie McKellup Peebles. Mrs. Eliza- 
beth I'urden. widow of James Purden 
of Co. 1, 55th Regiment Kentucky In- 
fantry, has beeu granted a widow's 
pension of $25 per month since March 
30th and also the accrued pension due 
her husband at his death. 



Mr James Outten has Just returned 
from Cleveland. Ohio, where he attend- 
ed the meeting of the International 
Clgarmakers' I'nlon. Mr. Outten was a 
delegate from the local union and re- 
ports n splendid meeting and a very 
eujoyahle trip. 



KENTUCKY DEMOCRATS 
INSTRUCT FOR COX 

State Relegation Solidly Instructed for 
Governor Cox — S. F. Reed h 
Mnth district Delegate. 



Louisville, Ky., May a. — Just before 
the Democratic state convention ad- 
journed at 1 o'clock this morning. It 
voted to send the entire Kentucky j 
delegation of 26 persona to the Drm.v 
cratic national convention instructed 
for Governor James M. Cox. of Ohio. I 
for the Democratic Presidential nom- I 
I nation 

Johnson N. Camden. Versailles, was 
elected Democratic national commit- 
teeman from Kentucky- 
Eight delegates. Including three 
women, to the Democratic national 
convention, each with a half vote, were 
elected late last night by the conven- 
tion. The eight delegates from the 
state-at -large include I'nited States 
Senators A. O. Stanley and J. C. W. 
Beckham. Congressman Albert W. 
Barkley and Ben Johnson; Desha 
Breckenridge. editor of The Lexington 
Herald; Miss Ijtura Clay, of l^exiug- 
ton: Mrs. Cora Wilson Stewart, Frank- 
fort, and Mrs. Nora l-ane. Ft. Thomas. 

Judge Charles A Hardin, of Har- 
rodsburg. was re-elected chairman of 
the State Central and Executive Com- 
mittee. 

Hon. Stanley F. Reed, of Maysville. 
was elected one of the Ninth district's 
delegates to the national convention 
and A. G. Sulsef. of "Maysville, was 
elected the Ninth District's represen 
tatlve on the state contention's com 
mlttee on organization. 



You haven't gotten your tickets yet? 
God bless my soul! You'd better burn 
up. or you'll miss "Green Stockings ." 

KMVOOD UMl] DIM. 



El wood Maddox. eldest son of Mr 
and Mrs. AI Maddox. of East Second 
street. Fifth ward, died at the home 
of the parents this morning at 4 
o'clock after a long Illness. Mr. Mad- 
dox was 29 years of age and a very 
quiet and well liked young man. He 
hail been In very had health for the 
past two years. 

The funeral, which will be private, 
will be held from the home Friday af- 
ternoon at 2 o'clock. 



DEFENSE IN MURDER 
CASE RESTS; GOES 
TO IURY TOMORROW 

Defense rails Down In Attempt to 
I'rote Rrtoher Claimed To Be 
Glenn's and Sold Hy larksberry 
Mas Bought From I not her. 

Interest in the Marksberry murder 
case at Brooksvllle today was greater 
eveu than yesterday and the crowd of 
p'-ople in the little capital city was 
much greater than the city bad ever 
before seen. Hundreds of automobiles 
from all over this section were parked 
on the streets and the court house was 
crowded. 

Thomas Marksberry was turned over 
by his lawyer, to Prosecutor Orannls 
this morning at the opening of court 
for cross examination. Mr. Grannie 
put the defendant through a series of 
questions lasting for several hours but 
the prisoner remained ralm and re- 
fused to be disquieted at all times tak- 
ing his own good time to answer. The 
Prosecutor was unable to lead the 
prisoner to contradict himself. 

The defense made an effort to prove 
that the gun previously identified aa 
the property of Glenn and sold by 
Marksberry to an Augusta merchant, 
had been purchased by Marksberry 
from a gypsy at Falmouth but in this 
they failed. It had been proven that 
Glenn's gun was a center fire and that 
the gun Marksberry had sold in Au- 
gusta was center fire while the gypsy, 
on cross examination, testified that the 
gun he sold Marksberry was rim fire. 
The defendant's other witnesses also 
(ell down in several instances on 
cross examination. 

Finishing their evidence shortly af- 
ter dinner today the case was handed 
back to the prosecution which will 
probably use all the afternoon In re- 
buttal of testimony. The rase will 
likely be argued Thursday morning 
and the jury' may get it by noon 



MFRFIIlril-llOrf III>S. 



In Chief Levant Dodge, of Berea: Ex 
Mayor James F. Grinstead. of Louis- 
ville; General Charles P Summerall. 
of Camp Zachary Taylor: and Major 
John H Leathers, of I^ouisviUe. l„ „d- 
ditlon to the Louisville Industrial 
School Band, the I'nited Stales Army 
Band, from Camp Zachary Taylor, will 
also be present. 



t- 



Mr. Price W. Houchins. aged 32. of 
i Kimble, W. A'a.. and Miss Alice Mere- 
' dlth. aged 24. of Spencer. W. Va.. were 
married here Tuesday night by Rev. 



Worth Peters, pastor of the Third 
Street M. E. church. 



Sugar. Sugar. 
DM) pound hag. Eitel A Easton. 



Having l a refused their request 

of flat increases in salary of S3iio per 
year by the Board of Education of the 
city of Newport, the school teachers 
In that city went on a strike this morn- 
ing leaving the 2.!»63 children of that 
city without instructors. 



Wjtch your step! Yon'J be surprised 

at the trouble one pair of "Green 
Stockings" could cause. 



LOST 

A gold-cased Swiss watch with black 
silk monogram fob. Initials L L. B on 
back of w atch and Laurence Browning 
written on Inside of back Reward If 
returned to owner. M4-tf 



I THE HOME TJF QUALITY CLOTHES • 

I GETTING VALUE! 



A class of over twenty pale t>ees 
were shown the mysteries of the order 
of Red men at the hall at West Second 
and Sutton streets Tuesday 
There were many In 
the fellows seemed to have a great big 
time. 



2 



Mr. and Mrs. Sam Middleman and 
son. Iaadore left this morning for Co- 
lumbua. Ohio, to attend the wedding 
of their son, Max. to Miss Mollle Cohen 
which occurs Thursday evening at that 



Drj Cleaning 'phone 163 
r A Dry Cleaning- Co. 



Purchase of inferior goods merely because their price is low is false economy. In these 
days of high cost, superior products axe, oi necessity, higher in price. Superior goods, however, 
are always the better buy. for the price difference is more than ov 
in value. • 

When you buy clothes here, you are thrifty. You get the worth of 
spend, in style, tailoring and fabric. The highest qualities and best values are obtainable at 
this store. Come in and see the new styles. 



•D. Hechinger & Co. 



A Store of Established Standards # 



: 

9 
t 



Thick or Thin 



If the ice is as thick as he 




FRIDAY NIGHT ONLY 
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i>mtui|^i.i:i>m:it SOUTHERN BAPTISTS 

ANNUALCONVENTIGN 
HELD NEXT WEEK 



' Kntorrd at the I'oit Ofllre, Mmyi- 
,111* E7, M 
tor. 



SobsrrlpUom II r (errler, flr Week, 
lie Month, VIM a T«M. 

t'Uranre Mathens. . .Editor and Mgr. 

DNCLAIMlO LBTTBKS. 



t'nclalined letters In the Miiysvllle 
postofllce, week ending, May 6: 

Caaaldy, William 

Collins, Miss Brady 

Cose, Miss Jennie 

Karr, Wm. 

!.<•»", Mrs. Italph 

I'oKue, Miss Edith 

Pottltt, George, Atty. 

Parker, Mrs. C. W. 

Stewart. Mrs. C. A. 

Walker, Mrs. Barbour. 

One cent due on nbove letters; per- 
sons calling for MUM will please soy 
"Advertised." M. F. KEIIOE, P. M. 



Army life at one time appealed to 
Sir Hnmar OHHI Will 111, the new Chief 
Secretary for Ireland, lie has told 
how at sixteen years of age he ran 
away from his Canadian home to Join 
the army. His father followed and 
found his young hopeful doing sentry 
duty with all the pride and jauntlness 

0 f« born soldier. "The old gentleman 
was for giving me a sound thrashing 
then and there," says Sir Hamar. "But 

1 turned out the guard and had him ar- 
reBted for attempting to rush the son- 
try." 

In tho churchyard of the village of 
Santa Maria del Tule, In southern Mex- 
ico, stands a cypress tree which is 
estimated to be between 5,000 and fi.- 
000 years old, and probably the oldest 
living thing in the world. It was first 
discovered by Humboldt, one hundred 
years ago, who nailed a wooden tablet 
to the trunk. 




llapllNls "III Iteilew Brail Year at 
Annual Meeting Held In Washing- 
ton Cttl »«'«•''• 

larger contributions to donoinlna- 
tlona llnterests, local and general, 
more successful missionary effort on 
many of tho foreign fields a henli iy In- 
crease in baptisms at home, an I ad- 
vances along ifractlcally every .the 
line will he reported at th oTtitli .iinual 
session of the Southern Baptist Con- 
vention which will convene In the Billy 
Sunday tabernacle at Washington. 
May II 

The report of tho commission which 
directed the TC Mil Mom Campaign will 
show that the subscriptions hnve gone 
considerably beyond the 90 million 
mark, while cash payments will to- 
tal many millions. The forwnrd pro- 
gram of the denomlnatlo nfor the re- 
maining four years of the campaign 
will be outlined at this time. The 
formulation of this progrnm. together 
with the reports of the general direc- 
tor of the campnign. nnd of the com- 
mission which toured Europe and tli«' 
Near East, will offer topics o fspeclnl 
Interest in the convention proceedings. 

Washington Baptists are preparing 
for 10.000 dolegntcs and visitors, and 
special trains will be run from many 
states to transport these delegates to 
tho Capitol City. Hundreds of churches 
which hnve never been reprcnted in 
the convention before will send large 
delegations this year. 

The Woman's Missionary I nion will 
hold Its session In Washington May 13. 
and 14, arrangements having been 
made for the women to meet in the 
Calvary Baptist church. This organi- 
zation, as well as the general ronven- 
lion. has had the most successful year 
in its history, and Inasmuch as women 
the entitled to vote in the convention 
proper also, an unusually large num- 
ber of them nre expected to attend the 
sessions of both bodies. 



"IS THK PAW SEWS." 

Euirenlo do Montljo, Empress of the 

French, for one short period the moat 
alkeil of and remarkable woman of her 
lime, enters upon her ninety-fifth year 
today. The anniversary will be pnased 
In Spain, whither the ex-Empress Jour- 
neyed recently to visit again the 
scenes of her happy girlhood. Born in 
tSrnnada, scarcely a decade after the 
battle or Waterloo, Eugenie Is or mixed 
Spanish and Scotch parentage. Her 
father was a Spanish grandee, but her 
mother was a Kirkpatrick. At the age 
of twenty-seven, through her romantic 
marriage to Napoleon 111., she attained 
(lie most cxnlted position in Europe 
Then, in 1870, came the wnr with Prus- 
sia nnd the overthrow of the empire, 
and she who had been acclaimed an 
"the most beautiful woman in. Europe" 
was obliged to flee rrom France. For 
hair a century the rormer Empress has 
lived In retirement in England, first at 
Cblsclhurst, where her husband died 
in 1873, and since then at Fambor- 
ough Hill. 



It I BAY'S K VESTS. 



I sf I IMF \M» BATHES 

HOBS KITBOOSH. 



WANTED ! 

EGGS and 
POULTRY 

LETT & CO. 

G. 6. GAULT, Manager 

limestone Streets Pnone 139 



Higgins & Slattery 

rXHE UTAH EltS nnd I. >l II A 1. M I: ICS 

When the sad hour reacher your 
home you cast about for the needs of 
that hour. You want to pay the fullest 
respect to the departed one. Y'ou nat- 
urally want the beBt there in the l'n. 
dertaker's line to meet the demands of 
the occasion. 
We Invite your attention to our line 
AUTO AND HORSE-DRAWN 

FUNERALS. 
Calls Answered Any nour. 
'Phone 31. 109 Market Street. 



Here's something else alHiut lime — 
the use of it on land planted to le- 
gumes grently increases the amount of 
nitrogen taken rrom the air by the 
crops. S\)inc experiments with soy- 
beans conducted by the Wisconsin Ex- 
periment Station gave the following 
results: Total nitrogen in crops — I'n- 
treatd 148.5; Inoculated 453.9'; lime 
only, 333.2; lime and inoculation 
511.7. Nitrogen tnken from the soil — 
Cntreated 148.5; Inoculated 130 4; lime 
only 161.4; lime and inoculation 122.7. 
Notrogen taken from nir — Cntreated 
none; Inoculated 323.5; lime only 
171.8; lime and inoculation 389.0. The 
use of lime to grow legumes and 
grasses Is one or the surest und cheap- 
est means or Increasing the nitrogen 
content or the soil. — Southern Agri- 
culturist, 



Eugenie, rormer Empress or the 
French, enters upon her !»5th year to- 
day. 

Ht. Rev. Maurice F. Burke, Catholic 
bishop ot St. Joseph, Mo., celebrates 
bis 75th birthday today. 

Molco keeps a holiday today in cele- 
bration or the anniversary or her dec- 
laration or Independence. 

The annual convention of the Ameri- 
can Institute of Architects meets in 
Washington today for a thrce-dav ses- 
Blo. 

Connecticut Democrats meet at New 
Haven today to select their delegates 
to the national convention at San 
Francisco. 

The Missouri delcgutea-al-largu to 
tho Heepublican national Convention 
will be named at a State convention to 
meet at Kansas City today. 

The Mulvihill faction of Mississippi 
Republicans has called a convention 
for Vicksburg today to name delegates 
to the national convention. 

Action In regards to ratification of 
the Federal suffrage amendment is ex- 
pected rrom tho Delaware legislature 
which is to reassemble today. 

The first annual educational confer- 
once opening at Indiann I'nlversity to- 
day will have as peakers Herbert C. 
Hoover. Bishop Francis J. UoOooneU, 
and other men of note. 

The situation In which Callfronla, a 
State crowded with men and women or 
foreign birth, finds herself with re- 
gard to the Americanization of aliens 



Crowell's Dental Parlor 




Honest Dentistry of First 
Quality, Reasonable Prices 

Where you absolutely know you are getting the best- 
where. your dollars go the farthest— where no misrepresenta- 
tions are made regarding work or price. 

Ask your friends they will say OROWELL'S for the best 
always. 



PHONES 
Office 655 
580 



DR, IV, C. CRO WELL 

HOURS — 8 A. M: TO 8 P. M. 
30Vi WEST SECOND STREET 



All Work 
Guarantee 
10 Years 



TODAY'S c VI, FN OA R OK s touts. 

Racing — Close of Spring meeting 
at I.cxlngto!i, Ky. 

Continuation or Spring meeling at 
IMmlico. Md. 

Baseball — Opening or the season of 
the new I'ncofic International league. 



ONE Y V. A It ABO TODAY. 

Secretary of War Baker returned 
rrom France. 

Bnlv ~— < i rejoin the Peace Con- 
ference, 

Presld til Vilson and Premiers 
l.loyd IS< • • and Clemenceau visited 
Versailles. 



Buy Your Coal Direct 
From Mine— Big Sa-ring 



Tho high eort of cnnl Is a thlnsr of 
the past! At least, thero are no com- 
plaints on this account— since the re- 
moval of government restrictions — j 
union:: those who bavo learned how to 
buy cool. The wny to buy coal is to 
get it <llroct from tho mines. This 
saves Borer*] middlemen's profits. It 
Saves hauling; expenses. Anyone con 
IN buy nt lnlno prlcr.fi, whether a car- , 
load l uyer or eno who uaes only ten 
or flftocn tr>ns a year. This has 
been made possible through a plan 
evolve. 1 by a lnmo and old-estab- 
lUfhed concern. TiIl-2 BEItNTCB COAt, 
COMPANY, with niMn oillcoe at 445 
OMM BuilJing, Chicago. 

This rompanr lma thousands of cus- 
tomers In various sections of the 
United : ;:itcs who receive all of their 
coal direct fro:n tho mines. These cus- 
tomers are pleased not only becauso 
of the many dollars they savo every 
year. I It Mso l.ec.-.uso of the quality 
of co;il they aie t- tuns. Many write 
that th.-. never before had coal that 
mains so lit til it! st. that burns so 
well, having ?.> f. » ashes. If you aro 

hard or 



Don't Throw 
Away Your 
Old 

Clothes 



Bring them to us 
and we will 
make them like 
new for a trifle. 



will be threshed out at a convention , ^ooT^h^llMt wtO bo 
of the California State Conference of greatly to gntM 4vanU«je towrtu the. 
Social agencies, w hich is to open today gtatinff kind and quantity df coal you 
at Riverside. u«v. 



FRENCH DRY GLEANERS 

Mils. RABBIS BBBBSB, 
l'soprletres*. 



TOOAY'S III IM II II t YS. 



Eugenie dc Montljo. former Empress 
of the French, born In Crnuada. Spain. 
94 years ago today. 

nt. Rev, Ni-aJRce p. Burke, Catholic 

bishop of St. Joseph, Mo., born in Ire- 
lund. "5 years ago toduw. 

James A. O'Korman, rormer I'nlted 
States Senator from New York, born in 
New Y'ork City, 60 years ago today. 

Allan A. Ityan, who recently engi- 
neered one of the most successrul 
coups in the history or the New Y'ork 
Stock Echange, born In New Y'ork 
City, 41 years ago today. 

Joseph P. Tumulty, private secre- 
tary to President Wilson, born at Jer- 
sey City, N. J., 41 years ago today. 

Charles A. (Chief) Bender, manager 
or- the New Haven Eastern league 
baseball team, born at Brainard, Minn 
37 years ago today. 



YOU 



Need a Bank aud a Bank needs you. We think ours is the 
Bank you need and we are sure you are the customer we 
desire- There are so many helpful ways that we can serve 
you and you will always find us anxious to do so. But 
you will never know how numerous our ways of assisting 
you are until you open an account with us and give us a 
chance. Your need for a Bank is not based on the amount 
of money you have. The person with a small amount of 
money needs a Bank as badly, if not worse, than a person 
with a large amount. No matter how small your account 
may be, we would be glad to have it and assure you of a 
hearty welcome and our full assistance. Come right in 
and tell our officers of your needs and be assured of help- 
ful and considerate treatment. 

If you have any surplus money, we will pay you in- 
terest on it or assist you in making any kind of an invest- 
ment you may desire. 



BANK OF 
MAYSVILLE 

Combined 
Bank and Trust Company 



For Men Who Like 

Good SHIRTS 

For men who know a good shirt, and by that we mean one 
up to the minute in style, there is nothing that will please him 
as much as a shirt made from some of the wonderfully beauti- 
ful tub shirting that we are showing, now. Fabrics especially 
appropriate for shirt sleeve days that are coming. 

Come Right and Let Us Show You How 
Splendid It Is. 

MAYSVILLE SUIT & DRY GOODS CO. 




(IncerpermWd) 

24 West Second Street 



Store Closes at 6 P. M. Except Saturdays. 



Next Door East of Traxel's 



- 



$1 Week 

Al U.e \ew Vork More. «e help you In nVl.t u* || Q t 
l adles' and Children-, U.K. |LtV 
Ladles' benntirul Waists, all sliei, *l.nn 

Ladies' tine ttuvllu liosn s , , trimmed. -I.wi. 

Ladle, SM Ores, Skirts, made of hen,, h.hkl *LlM> 
Ladles t ndersklrts. In H„s|| n »,,„ s.tee,,, ft 
Ladle a-oud •niallly ( .,r>eN. * UNI. 
■••dies' Hlimmers, In pink and Black Snteen. tl.lM) 

4 Pair. Ladles' lln ,| , hlldren's Hose. «| mi. 
Ladles' Silk Hose, extra a-u.ul uu.lli,. #|jmj. 
Infant's and Children's Uresses.' ^jm. 
I.vtra hea M Keather Pillows. *L00. 

5 \ards H<>|h> blenrhed Muslin, -i.i.n 
S lards best Table Oil I'lnth. I1M. 

New York Store 

S. BTRAUS, Proprietor Plums S71 



Dr.W. H. Hicks 

Osteopathic Physician 

Treatments Given in the Horn 
CALL PHONE 421.W 



JOHN W, PORTER & SON 

FUNERAL DIRECTORS 
Office Phone 37. Home > n 5 

17 West Second Street, 
MAYSVTLLE, ■:. KENTUOK v 



COFFEE! 



BELLE OF 
MAYSVILLE 



It is like the dew of Hebron; it has the sweetness of Nectar, the 
uparkle of champagne, the aroma of a thousand flowers. 

For a cup of it Nero would have burned a thousand Eomes, Caesar 
remitted the taxes of all the Jews and Napoleon turned peacemaker. 

The only difference in this wonderful Coffee and the goods we sold 
years ago, it hasn't the kick. 

Prices are right. A trial order will convince and will be appreci- 



NOMAS GROCERY CO. 



120 and 122 Market Street. 



Phone 156 



Maysville, Kentucky. 



Plant Flower Seeds! 

BEAUTIFY YOUK YARDS BY PLANTING FLOWER SEEDS 
FOR SUMMER BLOOMING. 

The most attractive and best bloomers are Cosmos, Marigolds 
Marguerite Carnations, Salvias, Asters. Verbenias, Poppies, Touch-me' 
nots, Phlox, Snap Dragons, Petunias and many other varieties to 
select from. 

WE HAVE ALSO THE FOLLOWING SPECIALS IF YOU 
WISH TO TRY ~~ 



Tomato, Pear shaped, yellow, for preserving. 
Tomato, Golden Queen. Dipper Gourds. 

Chinese Cabbage, try this. Kohl Rabi. 

Brussels Sprouts. Perfection Savoy Cabbage. 

Dish cloth Gourds. Mammoth Red Rock Cabbage. 

Nest Egg Gourds. Sage seed, for seasoning. 

Any of the above seeds at 5 cents a package. 

Last week for SWEET POTATOES. HAVE YOU GOT YOURS? 

C. P. Dietericii & Bro. IS 

ODDFELLOWS TEMPLE 



Drink... 



Delicious J 

Refreshing J 



cm 



fm 

At Soda Fountains 
5 Cents 




•Boys! Sons! Males!: 

The noblest earthly sentiment that moves in the breast of J 
J man is expressed in Mothers' Day, May 9. The poet's loftiest £ 
^ notes are struck for MOTHER. The heart's music lifts a poem 0 

0 of sweet sound to MOTHER LOVE. -DE NUZIE' BOOK • 

# STORE has a wonderful line of • 

1 MOTHER DAY CARDS f 

Z CALL and INSPECT and SEND to your MOTHER 0 

IDE NUZIEf 

t BOOK STORE 

• HARRY C CURRAN Manager 



Friday Silk Husbands and Calico Wives--GEM 



I l« !!■ i ' m 







TM MAVtVU.Lt rUBUO LtD0ti-»A01 tKktt 



That Big One 

THURSDAY 

Gem and Opera House 






Behind Your Telephone — 

Back of that telephone on your wall or your 
desk are miles and miles of wire; hmre cables 
in the air or underground; the wonderfully 
intricate mechanism of switchboards; a com- 
plete plant plus a trained organization of 
people whose business it is to provide for and 
make your telephone service. 

The telephone Instrument it«elf is the 
smallest part of the telephone exch in#e; it 
represents hardly one-tenth the Investment 
the company has made to provide llni for 
your own special use; its mnlnteiuince » ■ hot 
an insignificant fraction oi the c.'~. '. <■■■ lb.3 
management, upkeep and operation of the 
plant behind it. 

It is but representative of the plant and 
organization behind it, all of which must be 
organized, maintained and operated in readi- 
ness, day or night, to serve you. 

When you lift your receiver, vou 
have all this at your command! 

"At Your Service" 

MAYSVILLE TELEPHONE COMPANY 

(Incorporated.) 



10CAI 

infiTT • "f 

\ 



GOVERNOR MORROW 
GENERAL CHAIRMAN 



Solvation Army Home Service Cam- 
paign in Kentucky Will Take 
Place May 10 20. 



TODAY* AVMVEIt.SAHIKs. 





MACAKTXKY ATTENDS 

i.i iik v in CONKEKEX'E. 

Lexington. Ky.. Mny 3. — Dean 
ThoniaB R. Macartney, of Transylvania 
( ollene. and a trustee of the Public 
IJbrary. Lexington, attended a con- 
ference with representatives of the 
executive committee of the American 
IJbrary Association In charge of the 
"Enlarged Program of Books for 
Everybody" held In Indianapolis 
Thursday and Friday. This conference 

was composed pf oflteUtfi or the Amort- 

c an Library Association and of library 
trustees and librarians from Illinois. 
Indiana. Ohio. West Virginia ltd Ken- 
tucky. While In Indianapolis. Dean 
Macartney visited Uutler Ooltag*. and 
upon his return stopped over lor a day 
at Oxford. Ohio, to visit Miami I'lil- 
verslty. 

HOW THI CK HELPS OCT. 

1 have lots of hogs and catle to sell. 
I find my large farm truck bandy for 
4iaullnB tny hogs to market in. It is 
also handy for young calves to be car- 
ried In. I don't think any good farm 
should be without a truck to do Its 
heavy hauling In. I find mine bandy 
for most anything — 3. E. Amies, in 
Southern Agriculturist. 



Coal Prices Smash? 

Coal expert telia how to r.avo 
51.50 to $2.00 a ton on 
beat quality coal 

"Under a plan which h." !• ■- --fully 
operatct] for over hfUtn v, in 
now Mvuie tlioir coal dim t, i . *l 
mint * nl a savins of not ley than | ' 0 a 

ton. and • ; prompt action Da I ' 

a total mvicr of S2.0U :i Ion." fail 1 A 'm. 
Sales Manam ot one o! the loantry';... iu&t 
coal bmtma* concern*. 

"Thi« plan tMtm the user In m «• the 
very Ik»i icruje nt what-,- t-i ttKil l.i 
whethti lie u*-: jQ\%3 tj;.. t P ~ hund. .. 
u year 

out offica tn CMrafrr will gia.ii>- [wimmi 



detailed I nh ril ial loa to » ons in a 
ol the rounlrv. ft iwip^ l,.»w atid .. 
huy tht-ir cwtllo tltel.tst ..dvantage 
the htc.e.ei;t s.imi>k. Mi:»nl/ lend ya. 
and adthemm, w ta kla g the kind Ot St 
prefer, and vou will rtcetW] full titt.. 
of cost or ebUDUtMi, trlliny iu*t wh it 
save you in dollars an t tt . I . ^Write ' 
Uernice Cna 1 Company, oi £ Coma 1 1 
Oiicairo. Illinois 



at n.,it 



(invernors of all states east of the 
Mississippi river are taking an active 
Interest in tilt Siilvalinn Army Home 
Service t'timpnlgn, May 10 LI). Real- 
ising the splendid work done by the 
Salvation Army and appreciating Its 
earnest desire to fully meet present- 
ilny opportunities, Oovernor Edwin P. 
Morrow, of Kentucky, lias accepted 
the general chairmanship of the cam- 
pnlgn In this slate. The at n tc clitilr- 
inan Is .1tn|£i' Henry M. ltarker, of 
l-oulsvlllr. Juilge I!;trker is very xvp'l 
known to Kent m kiaiis. He served as 
a member of the S'nte Court of Ap- 
peals, was president of the University 
of Kentucky, and Is engaged In the 
practice of law In I/Otilsvlllc. Judge 
Parker has always taken a leading 
part In welfare work In Kentucky. 
Vice chairmen will be appointed for 
each of the thirteen districts In the 
Mate. 

J. Paul Swain Is the state director, 
with offices In the Coleman Uullding, 
Louisville. He Is assisted by three 
division directors -H. M Oltltleld. for 
the Western Idvlslon; Owen It. Mann, 

for the Oentral ' Division, ami C C 

t'amden, for the Eastern Division, 
t'liarlcs W. Morris, Louisville, Is chair 
mm of the Speakers' Ittireau. ami 
(Jeorge E. Stephens Is state publicity 
til reel or. 

In accepting the general clinlrinnti 
ship of the campaign flovernor Morrow 
said : 

"The splendid work of the Salvation 
Army appeals to the heart of all Who 
are familiar with the work accomplish 
oil by Its unselfish, devoted officers 
and members. Wherever the Salvation 
Army 'carries on' there yon will find 
a need supplied; a foot-sore unfortu- 
nate comforted, a hungry one fed. an 
aehlltl heart given surcease of sorrow 

"I appeal to the great heart of Ken 
lucky to respond generously to the cull 
of the Salvation Army in Its Home 

Servi'-e I'ampalgn Let us not I tit- 

done by other states in rullylng to the 
support of an Institution which bus 
done and atands waiting to do Iti full 
share, brimful ami running over, fot 
the homeless and the afflicted." 



l«2ti— I'nlted States Congress pro- 
hibited citizens from engaging in the 
slave-trade under penalty of death. 

1M1— Two 'hundred lives lost and 
$35.00,000 In property destroyed In a 
great fire in Hamburg. 

1845 — Col. John J. McCook. one of 
tho "Fighting McCooks' of Civil War 
fame, born at Carrollton, O., Hied at 
Hunison, N. Y., In 1911. 

1877— Porflrlo Dial was proclaimed 
President of Mexico. 

1895— The Pope issued a letter of 
sympathy with the Armenian suffer- 
ers. 

1898 — Herman squadron under 
Prince Henry of Prussia arrived at 
Kioa-Chou to demnnd satisfaction for 
the murder of missionaries in China. 

(fit— Montenegro cirrr- up Scutari 
to Austria. 

1917— The lit. Hon. Arthur J. lial- 
four addressed the D, S. House of llep- 
resentatlves. 



rowKvnovs OPEMNti mm v. 



Ilirminghom. Ala — Southern tlrand 
l/Odge Independent Ortler of H'nai 
H'rith. 

Haverhill. Mass. - Massachusetts 

Retail Orooers' Association. 

Knoxville. Tenn. - - Tennessee Kcd- 
ernlion of Women's Clubs. 

New Orleans, I... — Southern Com- 
mercial Secretaries' Association. 

Jackson. Miss — .Mississippi State 
Teachers' Association. 

Ottawa. Kas. — Kansas Retail Mer- 
t limits' Association 



At one period In Holland it wns the The lied Sax hav sold many star 
law for people to pity 'so much per pastimers in tho past, but they held 
head Tor licenses to drink tea At an- ! fact to Harry Hooper, whose brilliant 
other time all persons wearing a watclt I playing this season has done so much 
or using a clock were taxed. to offset the loss of the old stars. 



This is Wallpaper Week 

We *ill be glad to have you come in and look our line over. 
WINDOW SHADES. 

We Have 

OIL MOPS 

A $1.00 Bottle of Furniture and Floor Polish for 50 cents. If 
you find it not a good one we will gladly refund your money. 

MURESCO, the Sanitary Wall Paint. Yes, you mix it with water. 
Some of the best homes in Maysville are tinted with Muresco. It will 
not rub off like others. 

RYDER PAINT STORE 

J. F. FANSLER, Prop. 

Northeast Corner Second and Sutton Streets 




clarence Walker and others Cf the 
Athletics are hitting In good style, but 
the team appears to lie weak In the 
pitching department 



ROY GIEHLS 

CHIROPRACTOR 

30 W West Second Street, 
MAYSVII.LK, EI. 
Home Phone 421-VY. Office Phone «71. 
Lady 



INSURANCE 



Have you doubled or 
that Are policy? Your property, 
linens and houehold furniture 
could not be replaced for three 
times the amount. Our rates on 
fire insurance have not advanced. 
Call No. 410 and I will cover and 
carry your risk while you sleep. 

D. BERNARD COUGHLIN, 
209 Market Street. 



THE MOST 
REFRESHING 
DRINK IN THE WORLD 



BOTTLED 



It Is estimated that the players and 
directors of motion pictures In l<os 
Angeles contribute more than l.Vooo.- 
000 a year in income tax 



TWO-CEXT HH\ lill.l. PASSKIt. 



Hay Is now loaded ami packed into 
freight cars by means of tho air-blast. 
The hay is drawn up to a platform be- 
side the car by a crane, and a power- 
ful air blower hurls It into the car. 
pressing it down and packing It. 



Washington. May 4. — Coinage of the 
Roosevelt two-cent niece is authorized 
by u bill passed yesterday by the Sen- 
ate. Senator King, Democrat, ('tali, 
objected to the authorization, but with- 
drew his objection after other sena- 
tors had asserted there was ahoslutc 
necessity and convenience as well as a 
commemorative purpose to be served 
by the action. 



ANTI-SUICIDE CLUB 
FOR DOWN AND OUTERS 



Helping Handa Stretched Out By Sal- 
vation Army Workers to the 



Crows when at rest in the tree-tops 
or when foraging in the fields invari- 
ably have sentinels out to give warn- 
ing of danger. 



I 



r ffee Didrit Taste 
k^htThisMorniR^? 

Possibly yo\iv digestion 
is "off " That some- 
times follows coffee 
drinking, you know, 

Isrit this a goo J time to trv 

Instant 

POSTUM 



Many anU-sutctde dube Is the 
state of Kentucky are quietly carry 
lug on the work of lndudnf people not 
to take their own Uvea. 

These clubs are nroonf the Salvation 
Army's many agencies for grappllm 
with moral and social problems. Prac- 
tically every active Salvation Army 
corps in the state baa one of these 
clubs — whether the agency bears tht 
name of "Autl-Suiclde Club" or not. 

State Army officials report that locu: 
Salvation Army oflicers frequently are 
notified of cases of attempted suicide, 
or of those suffering from morbid Im- 
pulses. Particulars In these cases come 
from iwlice, relatives of the distressed 
persons, or through other agencies 

Salvation Army officers, when tbey 
hear of a case of a person being on the 
WIN of taking his own life, immedi- 
ately call on the person and give what 
advice or relief la necessary. By talk- 
ing things over with khe Salvation 
Army officer, the person gets a differ 
em view of things ami often concludes 
that life is worth while. 

This is one of the many agencies for 
good iii the work of the Salvation 
Army, whose Hume Service Campaign 
is on in Kentucky, May 10-20. 



A THOBOVGH TEST 

(hie To GoavhMe lite Most Skeptical 
Maystille Header. 

The test of time la the test that 

counts. 

I loan's Kidney Pills have made their 
reputation by effective action. 

The following case Is typical. 

Maysville FMtdWta should be con- 
vinced 

The testimony Is continued -the 
proof complete. 

Testimony like Ibis cannot be ig- 
nored. 

Mrs. Joint It ii 1 1 : v W. Second St.. 
Maysville, says: "I was subjoct to 
severe spells of backache and other 
kidney trouble. They would come on 
every three or six months and there 
were times when I was confined to 
bed and rendered helpless. The quick 
and deolded benefit I received from 
I loan's Kidney Pills was wonderful. 
1 have never had such severe attacks 
>lnce." 

NO TROmi.E SINCE 
Nearly thirteen years later, Mrs 
Iturns said: "I have the same good 
words of praise for (loan's Kidney 
Pills today as ever. I haven't need- 
ed a kidney medicine since I took 
them." 

Price 60c. at all dealers. Don't 
simply ask for a kidney remedy — get 
lloan's Kidney Pills— the same that 
Mrs Burns had. Koster-Mllbum Co.. 
Vfr« nnffaln N Y. 



The 




"Thei e s a J2t»ason 

Made by 

Battle Crr*k. 



MORE BOOKS FOR BLIND. 

American Library Association Behind 
Movement to Brihg Good Litera- 
ture to Those Who Walk 
In the Dark. 
Thcr** »i*> between 7S,ooo and to ooo 
Mind people In the ITnlted States. The 
lupl'ly of books In the recently adopted 
uniform Brnllle type for their ua« la In- 
ideiuate lh> re belnc less than 100 titles 
■Stating In thai print The American 
Library Association haa Included In th<- 

! projects of Its Knlursed ITocram the re- 
<"lve to aid In printing and dlatrlbutlni.- 

I additional volumes It has already am 
•.■..<lcd In Inducing rcveral well-known 
minora to finance the hralllins of one or 
more of their hooka In Inuusuratlns lis 
"Hooka for Kveryhodyt" movement a 
bind of I2.ii00.ihi0 will be raised to car- 
-y out the provialona of the Fragrant, 
iie money to be obtained not by a ram- 
. mkm or drive, but through the efforta of 
the librarians, library Uuateea and frlanda 
tt bbrarles. 

•' 

I Evidently the Clams' hurling squad 
gol away on the wrung foot. McUruw 
la banking on his pitchers jiud their 
failure lo enme through will be a dlie 
disappointment t„ i\ lu muim 
ger. / 



n 

m ■ Power 

M I Creater than that 

• of any other start- 

ing and lighting battery of equal 
size and weight. 

Operation 

Consistent; dejiendabie. Abil- 
ity to -stick to its job." Will 
meet the most strenuous de- 
mands of starting and lighting 
service. 

Durability 

Built right into the "ExtOC." 

Special service proved features 
and rugged construction 
throughout assure long life and 
a minimum of care in mainte- 
nance. 

TIIF.RK'S AN "je*i(*" HATTKKY 
FOR YOUR CAR 

\ IMIM Itn \ n \ co. 
kirk's Mai-age, 

Ma> a idle, Ky. 



Everything Good! 

For Every Member 
of the Family 
Every Time at 

TRAXEL'S 




AT ALL GROCERY STORES, 
CAFES AND STANDS. 
• 5£ A BOTTLE • 



The Home 
of Sweets 




The Alphabet 



BROKEN CANDY 



Pha* the children clamo rfor, the 
old-fashioned . varieties, that 
mother enjoys, the Chocolates and 
Bon-Boni your Swetheart prefers 
we have all the 

BEST CONFECTIONS 



: So stop and take home enough to 
make everybody happy tonight, 
i Our pure, wholesome candy, so de- 
j liciously flavored, and our eco- 
nomical prices will pleas you 



Comprises twenty-six characters. With these some people but 
clumsily express themselves ; others build phrases which i stir the 
world. ^ 

the dollar pi'. f tinlartianarv 

contain* one hundred cents. With these some people tut gratify the Lull" vUllIvJCllOllcry 

transient whim ; others acquire things of lasting benefit. 

Do you get the most out of your dollars? Why not regularly 
deposit a certain number of them in our Savings Department, where 
they will earn 3 per cent, interest. 



STATE NATIONAL BANK 

THE ONLY NATIONAL BANK IN THE COUNTY. 




ABERDEEN HOME 
For Sale! 



Mcllvaln, Knox & Diener Go. 



i. 0 



(Incorporated) 



Undertakers and Embalmers 

Auto and Horse Drawn Hearses 
mSL .. 20 « £• Second St., Maysville. Ky. 



Would you buy one of the best 
homes in Aberdeen? if you will we 
give you the opportunity for a 
short time only; Two story ten 
room brick house on a large lot, in 
perfect repair, priced to sell for 
immediate possession, with fer- 
riage service such as we have now 
Aberdeen is not far away, and this 
home can be bought over there, 
for just half what it would cost on 
this side. If you have no home, 
here is a place ycu should look 
into. 

THOS. L, EWAN & CO. 

Real Estate and Loan Agents. 
Farmers and Traders Bank Bldg. 
MAYSVILLE. KY. 



HE UK ALWAYS 

ROOKWOOD 



COFFEE 

ihcre'i heicral States 
Our I'uuad 1'ackaffea. Steal Cat 

ASK VOl'K QBOCIB. 

[he E, R. WEBSTER CO. ?. r j]» s 

UTABLISHIB OYEIl 40 VKAUS 



For a Late 
Variety of 




MM MM 1 f y the G0LD C(),N Car J. c everett & go 

lUlAIUAi Seed and Eating Potatoes in me b, r warehojise^u^ikai square 
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MAV8VILLB PUBLIC LBDO«R-PA01 FOUR. 



■ 



0 





Dootort. lawyers, reporter*, ed- 
itor!, carpenters mechanics, bank 
en, professors, men in nil walks 
of life. Good appearance for all 
— models for all — variations for 
every build of man. 

Styles that are sane, common- 
sense — value that is apparent at a 
glance and including quality 
where quality is important, in the 
"unseen part'' of clothes. 

Clothes that are an investment 
— economy — wear — helpful in 
the conflict for success. 

Kuppenhetmer 
Good Clothes 

They drape with an easy grace, 
quickly conforming to usage, with 
an easy poise of the shoulders, set 
of the collar and swing of the 
arms and legs. 

Geo. H. Frank & Co. 

Mays villa's Foremost Clothiers. 

FATHER OF FORMER 

PASTOR DIES. 

Mr. H. B. Campbell. 71 years of age. 
Vice President of the Kirsl National 
Bank of Xleholssvllle and director of 
the Commonwealth Life Insurance 
Company, died at his home In JClch- 
olasvillc Monday. He was the father of 
Dr. W. B. Campbell, president of Ken- 
tucky Wesleyan College and former 
pastor of the First M. E. Church. 
Sonth. 



■ ■ ■ 



nnmissBUM m xt re 

PARK AFTER 1TJL1 1ST. 
The town council of Flemingsburg 
on Monday evening refused to pay the 
price asked for light by the Flemings- 
burg Light & Ice Company and unless 
a compromise is reached the town will 
be In darkness after July 1st when the 
present contract expires. It la under- 
stood that an efTort is being made to 
get the Maysville Electric Company 
to furnish Flemingsburg with light 
and power. 



NEGRO PROFESSIONAL 
MEN OF KENTUCKY 
WILL MEET HERE 

Tnrnt). Third Annual Se«s|on of Sort- 
et) of Sejrro Physicians, Pharma- 
ejeja. and Itentlst* Here 
May IftMS. 

On the above dates thla able body 
of Kentucky professional men will as- 
semble In this city, and It will be the 
first meeting of this society In north- 
ern part of this state. It Is needless at 
this time to call upon our people to 
do their full duty that the stay of these 
our honored guests, niny be filled with 
happiness ami success during their so- 
journ within our gateway, for we feel 
they "ill respond in a harmonious way 
upon this mofhentous occasion and 
weight In their full measure 

A public welcome exercise will take 
place at Bethel Baptist church on 
Wednesday night. May the. 12th, where 
some state and national characters of 
note will appear on the program. Af- 
ter which n smoker and luncheon will 
take place, at the Odd Fellow's hall In 
honor of the doctors, given by some 
twenty-five public spirited citizens 
who are financing the same. 

The committee who have this matter 
in charge hare spared neither labor or | 
money In completing their arrange- I 
ments. And much credit is due the i 
splendid men and women who came to 
the assistance of the local physician 
in order that the affair should be a 
success, also the organist and choir of 
Bethel Baptist church who will render 
sweet music on Wednesday night. 

Wednesday night. May 12. 8:30. 

Welcome Song— Several girls. 

Music "America" — Audience. 

Invocation — Rev. J..M. Ilayden. 

Chorus. "The Everlasting Father"— 
Choir. 

Address of Welcome— Dr. W. C Pat- 
ton. 

Duct, "The Awakening" — Misses 

Fannis M. Jackson and Ella Taylor. 
Address of Welcome on Part of Clt- 



ItlM. 



AH 



It was my privilege to h* present at 
a banquet alven by the City School 
Board at the High S hnol ...tiding 
last night, to which th> City Conntll 
and a number of the lea IU u citizens 
of Mayavllle were Invited. Hio menu 
was prepared by the meml-ers of the 
Domestic Science class, and It would 
do h' or to any of our hotels or res- 
taurants. 

Being a deeply Interested ItKloner. 
1 observed closely everything V at «M 
said and done. After the feast l)r 
Samuel, president of the City Board of 
Education, announced that the object 
of the meeting was to discuss the 
proposition of taking the Eastland 
school district Into the city of Mays- 
ville for educational purposes only tud 
the erection of a school building in the 
Sixth ward to accomodate this en- 
larged constituency. Everyone pres- 

liens — E. W. Lane. 

Solo. "If I Were a Rose" — A. V. 
Travis. 

Address of Response— Dr. E. E. t'n- 
derwood. 

Quartet. "Italia. Italia, Beloved"— 
Mrs. Florence Harris. Miss Florence 
I-ang. Prof. A. V. Travis and Mr. Robt 
Robinson. 

Solo— Mrs Irene B Giles. 

Announcements. 

Benediction — Rev. Robt Jackson. 

The public Is invited to the publh 
welcome exercises. May 12th, at Bethel 
church and also to the sessions of the 
medical society. 



•nl waa aakod lo speak to iheso I wo 
propositions 

Several of these men had given 
years of service to the city as guar- 
dians of her Interests, and had |>i»ven 
their competency by the res'ills of 
their management. Some vrerr lust 
entering upon the duties of oltlrlal 
trust. 

The thing that impressed, me in this 
exchange of opinions was the broad 
statesmanship and liberal views of 
these men. They discussed these ques- 
tions from every angle. Present needs 
and future posalhllltlt-s were consid- 
ered. The financial side was thorough- 
ly gone over. The question of main- 
tenance was held up to view. There 
was a frankness and a freedom In 
every talk that Indicated the most 
complete sincerity. As I lUtened to 
these captains of Industry and repre- 
sentatives of the various occunatlcns 
of our city. I felt that I was Huong 
wise counselors, and men who l.pil at 
heart the best Interestd of Maysville. I 
felt that they could be trusted and 
should be trusted by our .Mtixeushlp. 
and that In their hands, guided by 
Divine Providence, our highest Inter- 
ests would be subserved. I f.el that 
I owe it to the public to sav till" nuiHi 
In the hope of stimulating conlldcmv 
and encouraging co-open.' ion. 

J. J. DH'Kir. Citizen. 




• 7Jc.nl bo. .1 our l 

At M. A. Swift. Drug Store 



A Christian Science testimony meet- 
ing is to be held on Wednesday night. 
May 5. 7:3*7 at the O. A. R. room Ma- 
sonic building. The public Is " 
invited. 



Mill 91 i Kg DtfORCB. 

In the Mnson Circuit Court this af- 
ternoon Carrie Kinihrough filed suit 
for divorce from her husband. Spencer 
Klmbrough charging cruel nud Inhu- 
man treatment. Sho nsks for divorce 
and for the custody of their only child. 

GEO. P. LAMBERT 

Chiropractor 

O'Kiife Building, Market Strut, 
MAYSVILLE KY. 

Lady Assistant 'Phone MM. 



Special Prices on 

FOULARDS ! 

SEE THEM. 

VOILES IN EXCLUSIVE PATTERNS. 
POINT LACE FOR COLLARS IN WHITE AND CREAM. 
NEW OINOHAMS OF UNUSUAL 
STYLE AND BEAUTY. 

| Robert L.Hmflich 



! 



MARKET STREET 



PUBLIC S 



I 




I M.ESS sold BffoStetj before thiit dale. I will on THURSDAY, IAT the 
SIXTH, 1»i0 al S O'CLOCK P. M„ <m the premises offer at public sale 

THE HOME Or THE LATE AMOS CLEMMONS 

This property consists of a lot Fort y (*•) feet front and Thirty <:M) feel 
deep, with a two story meUI roof brlr k dwelling hmi«e and all necessary 
<>nthnlldlna-s thereon and It situated n ear the Southeast corner of Third 
street and Grave Alley, Maysville, k entucky. The house is arranged as a 
donhle residence, hnt may he thrown into ones and is a very desirable plec 
e of property either for a home, or as an Investment for rental purposes. 

This property came to me under t he will of Amos ( lemmons. deceaseds 
W ill Rook We, 1, Page in;. CAROUHI PEAKS. 

CHARLES I.. DALY. Attorney. COL. II. C. HAWKINS. Auctioneer. 



VOl K f ■ HOC K It Y ORDER 

; «*n be filled to suit you here. We 
want your next order and every one. 
and will give you the best of every- 
thing 

AT FAIR PRICES 

Inquire about us from any pur- 
chaser. 

Iff. I. NAUMAN & BRO. 

"THE HOME OF GOOD EATS" 
117-111 W Second St. Phone 619 



(|) WHAT'S THE USE OF WAITING ON THE GARDEN FOR A i 

Big Spring Dinner 

MOST OF THE TRIFTY LADIES OF MAYSVILLE VISIT fS 
OUR FRESH FRUIT AND VEGETABLE MARKET DAILY. (& 
{£) YOU CAN GET ANYTHING HERE THAT FOLKS TRAVEL (jf) 
TO FLORIDA TO ENJOY AND THE MORNING AIR AND ( 
EXERCISE IS FINE. 



STOP AND SHOP. 



Mavsville Tea, Coffee & Spice Co.; 

Cash and Carry Pure Food Store 



i & 202 MARKET STREET 



NEXT DOOR SWIFT DRUG STORE, 

PHONE 656. | 




Attractive Patterns 



65c a Sq. Yd. 




Pastime Today 

Filmdom's greatest star SHELDON LEWIS and a select company in 

The Strange Case of Dr. 
Jekyll and Mr. Hyde 

Adapted from Robert Louis Stevenson's famons novel. A play that 
has been read or seen by nearly every man, woman and child. A play 
that will live forever. Sheldon Lewis displays unusual ability in the 
strong role of "Jekyll and Hyde. " He is especially fitted to the part 
and is given splendid support by a selected cast of photoplayers. This 
is the same production that is playing the leading movie houses in 
Cincinnati this week. SEE STEVENSON 'S MASTERPIECE IN 
PICTURES AT THE PASTIME TODAY. 

ADMISSION 15 and 25c. 

TOMORROW — Goldwyn presents PAULINE FREDERICK in 
"ONE WEEK OF LIFE." Seven days in a paradise of love. The 
door between and the woman within. Seven day3 on the narrow path. 

COMING— THE 13TH CHAIR"!! 



CINCINNATI MARKETS 

Wednesday. May S 
t'attle — 774, weak to 25<B5»k\ lower: 

Bulls, strong. Calves. $1". 
Hogs — 6120. closing slow; Heavy, 

$14816.35: Mixed. $15.50; Medium. 

$16. 

Sheep — 123. steady. 



When you feel SS5r- 

/ renew the normal vigor and 
life worth living. Be sure and »ik for 

Mott'a Nerverine Pills BftSfts 



-co. 
For Sale by H. T. 



* Co. 



UK Vt LE PARADE TO 

UK PICTURED. 



BABY IUFF. Mr. and Mrs. W. T. Crosby, of Cin- 

Mr. and Mrs. R. P. Huff, of Clifton, clnnatl. are here called by the Illness 
are the proud parents of a fine baby and death of Mrs. Crosby s brother, 
boy. ) Mr. Elwood Maddox. 



Dad's Boy Says: 

Kazoo Knickers for Me! 

Leave It to the Boy: He Knows. 

Price $2.50, $3 and $4. 

These Are Boys' All-Wool Knee Pants. 
PAY US THAT VISIT. 



f Squires-Brady Co. 



Second and Market Streets 

THE HOME OF HART, HCHAFFNER A 



TWO RV Bl'XiALOWS. 

Messrs. Charles P. Lloyd. Mike 
Drown and Sherman Am have con- 
tracted with Mr. J. M. Stephens /or the 
erection of two handsome Ilungalows 
r.n two lots on East Second street. 
These houses will be complete in every 
rc-pect. Each house will have five 
rooms with bath and all modern Ini- 
i rovements. The houses when com- 
pleted will be placed on the market for 
sale, or «rill be sold before completed 
should any one want them. 

Mr Stephens Is a new building con- 
tractor coming here from Indianapolis. 
Ind . and Is a brother-in-law of Mr. M. 
H. Wunder, of the Maysville Lumber 
Company. 



Strike 



Moving pictures of the MaysviMe Ui- 
cycle parade will be taken in West 
Third street this afternoon by Dr. J. 
A. Ikidson. These pictures will be 
shown at the Washington theater at an 
I early dute. 



Or No 



Strike 

r 

We are always on the job serv- 
ing the BEST LUNCH for the 
LEAST MONEY at the 

Model 



$100 Reward, $100 

The readers of this paper will be 
pleased to learn that there Is at least 
; one dreaded disease that science has 
i been able to cure In all Ita stages and 
that is catarrh. Catarrh being* greatly 
Inlluenced by constitutional conditions 
requires constitutional treatment. Hall's 
Catarrh Medicine is taken Internally and 
acta thru the Blood on the Mucous Sur- 
faces of the Systerr«*thereby destroying 
the foundation of the dlaeaae, giving the 
patient strength by building up the con- 
stitution and assisting nature in doing its 
work. The proprietors have so much 
faith In the curative power of Hall's 
Catarrh Medicine that they otter One 
Hundred Dollara for any case that it fails 
to cure. 8end for list of testimonials. 

Address F. J. CHENEY & CO.. Toledo. 
Ohio. Sold by all Druggists. 75c. 



Mr. James H. Hall, Huntington In- 
surance man is spending a few days 
with his family here. 



Real Good Coffee — Home Made 
Piee. 

CLASSIFIED ADVERTISING Sg FrosT - lf - j m * m ™*i m ™ 



Wl Items under this bead 1 cent a 
word. Minimum charge 10 cents. 



OR RENT— For the summer, furnish- 
ed flat. Four large rooms, bath and 
all conveniences for housekeeping. 
Phone 596-R. M5-tf 



'OR RENT — Furnished rooms for 
light housekeeping. Apply at 12 East 
Front street. Ml-6t 



:t>R RENT — Office In Court street. 
See Dr. W. C. Crowell. Phone 655. 
A30-tf 



FOR IAJLI 

FOR 8ALE — Hupmoblle In splendid 
repair. Has new cord tires, will dem- 
onstrate. Call Mrs. C. C. Arthur, or 
M. C. Kirk. 



SUGAR FM 



ALL 



FOR SALE — Five-room Brick House, 
water and gas, bath, centrally locat- 
ed, good repair. Cheap. See P. Dc- 
vlne. M4-3t 



I "OR SALE — Tested 1918 seed corn. 
See Mr. C. W. Dixon st Wilson farm 
«n Mt. Sterling pike or Mrs. Eliza- 
beth Power. 17 East Third street. 
Price $3 a bushel on the ear A20-tf 




Give us a call if you want qual- 
ity, and the right price. 

Extra fancy dried Peaches, lb. 25c 
Extra large prunes, pound. 25c 

Navy Beans, pound 10c 

Mince Meat, bulk, pound 20c 

Fould's Maccaroni 

and Spaghetti ..: 9c 

Large can Cream 15c 

Quality Coffee, pound 45c 

Loving Cup, pound 28c 

These are high grades at 

low prices. 
Matches, per box 5c 

We keep our Fruit and Vege- 
tables inside our store in the most 
Sanitary condition, free from dirt, 
flies and other street pests. 

Fred Cablish 

"THE QUALITY STORE." 

No. 8 EAST THIRD STIEET 

Try Nucoa, Better Than Butter 



Big Lot of Overalls and 
Kahki Work Pants 
$2.25, $2.50 

WHY PAY MORE? 

NO PROFITEERING WITH 
ME. I CARRY A BIG LINE OF 
ALL KINDS OF GROCERIES 
AND NOTIONS AND HUN 
DREDS OF ARTICLES NOT US 
UALLY CARRIED BY OTHER 
GROCERIES, AND THE PRICE 
IS RIGHT. 

Lee Williams 

THB PRICE WKECKEK 
Wood uu.l Third Slreet.. 




YOUR EYES 
For quality, serilce sod mIMmU* 
see as. Broken lenses duplicated. 
GEO. C. DEVINE 
Optometrist and optician 
O'Keefe llullulug, Market Street 
Upstairs oier De.Musle. 




The Kind You've Been Hankering For! 

HERE IT IS 

Federal Bread is a FULL, PLUMP loaf, with the same 
[BODY to it that MOTHER used to make! 
Does it go down EASY! 

Better BELIEVE it does! Greatest domestic bread in the 
> world and your grocer has it, or should have. 

1 Send for Some TODAY. 

Federal System of Bakeries: 

East Third Street and Market Street 

ggggggggggggg 

A Business 
Opportunity For YOU! 

See me about the 
V sale of the 
Henry 
Gallenstein, Jr., 

WILL SELL THE EARTH PfOpeity. 

SHERMAN ARN 




HJOAII M II HOI'iBB 
No. 8 East Second Street. 



.... ..^ 

MAYSVILLE, KY 



m • 1 AT OPERA HOUSE 

1 omght STELLA TAYLOR 



In THE PRICE 
OF INNOCENCE 



Tomorrow At Opera House and Gem 



Special Soldiers of Fortune 




